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AGREEMENT  ENTERED  INTO  BY 
AND  BETWEEN  THE  CHICAGO  MAS- 
^  TER  PLUMBERS'  ASSOCIATION  AND 
THE  JOURNEYMEN  PLUMBERS'  PRO- 
TECTIVE AND  BENEVOLENT  ASSO- 
CIATION OF  CHICAGO.   ^  ^  ^  ^  Jt 

March  6,  1903. 

Section  i.  That  eight  hours  shall  con- 
stitute a  days  work,  except  on  Saturdays, 
when  work  shall  cease  at  12  M.  with  four 
hours  pay  for  that  day. 

Section  2.  That  the  rate  of  wages  for 
plumbers  shall  be  $4.50  per  day. 

Section  3,  That  all  overtime  shall  be 
paid  for  at  the  rate  of  double  time,  except 
between  the  hours  of  12  noon  and  5  P.  M. 
on  Saturday,  when  the  rate  of  wages  shall 
be  time  and  one  half.  This  work  on  Satur- 
day shall  be  jobbing  work  only.  New  work 
on  Saturday  afternoon  shall  be  paid  for  at 
the  rate  of  double  time. 

Section  4.  Holidays  shall  be:  New 
Years,  Decoration  Day,  Fourth  of  July, 
Labor  Day,  Thanksgiving  Day  and  Christ- 
mas. 

Section  5.  That  there  shall  be  no  limi- 
tation as  to  the  amount  of  work  a  man  shall 
perform  during  his  working  day. 

I 


e  no  re- 
striction of  the  use  of  machinery. 

Section  7.  That  there  shall  be  no  re- 
striction of  manufactuied  material  except 
prison  made. 

Section  8.  That  no  person  shall  have 
the  rig-ht  to  interfere  with  the  workmen 
during  working  hours. 

Section  9.  That  all  workmen  are  at 
liberty  to  work  for  whomsoever  they  see  fit, 
and  that  employers  shall  be  at  liberty  to 
employ  and  discharge  whomsoever  they 
see  fit. 

Section  10.  All  iron  'pipe  one-eight  to 
two  inches,  inclusive,  shall  be  measured, 
cut,  threaded  and  put  in  position  by  plumb- 
ers. They  shall  also  place  in  position  and 
connect  all  plumbing  fixtures. 

Section  ii.  All  connections  between 
lead  and  iron  pipes  to  be  made  by  means  of 
brass  ferrules  or  brass  soldering  nipples, 
with  wiped  joints. 

Section  12.  The  sons  of  master  plumb- 
ers and  journeymen  plumbers  shall  be  en- 
titled to  learn  the  trade.  Their  term  of 
apprenticeship  shall  be  five  years;  three 
years  of  that  time  as  helpers,  and  the  fol- 
lowing two  years  to  woik  with  tools.  The 
The  present  registered  apprentices  shall  be 
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allowed  to  finish  their  time,  but  in  no  case 
shall  more  than  one  apprentice  be  permitted 
in  a  shop. 

Section  13.  It  is  miitually  understood 
and  agreed  that  there  shall  be  formulated 
by  the  'parties  hereto,  a  Joint  Arbitration 
Board  to  consist  of  (10)  ten  members;  they 
to  be  selected  annually;  five  (5)  of  whom 
shall  be  selected  by  the  Chicago  Master 
Plumbers  Association,  and  five  (5)  of  whom 
shall  be  selected  by  the  Chicago  Journeymen 
Plumbers  Protective  and  Benevolent  Asso- 
ciation (all  of  whom  shall  be  legitimately 
engaged  in  their  respective  branches  of  the 
business  (and  none  of  whom  shall  be  en- 
gaged in  any  other  business,  nor  hold  office 
in  their  respective  associations  except  that 
of  President,  nor  shall  they  hold  a  political 
position  of  any  character  while  acting  on 
this  committee)  to  whom  must  be  referred 
all  disputes  or  disagreements  of  any  char- 
acter arising  between  any  individual  mem- 
ber or  members  of  the  other  party  hereto, and 
any  member  or  members  of  the  other  party, 
or  between  theparties  to  this  agreement;  said 
general  Arbitration  Board  to  have  the  power 
and  authority  to  impose  penalties  as  herein- 
after provided  for  any  violation  of  any  ar- 
ticle of  this  agreement  by  any  party  hereto, 
or  any  member  of  either  party.  They  shall 
have  the  power  to  enforce  their  findings 
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from  tt^e  inception  of  the  grievance  or  dis- 
pute submitted  to  them,  and  their  decision 
shall  be  final  and  binding  on  both  parties. 

Section  14.  The  Joint  Arbitration  Board 
shall  have  the  power  to  summons  any  mem- 
ber or  members  affiliated  with  either  parties 
hereto  against  whom  complaint  has  been 
lodged  for  violating  this  Arbitration  Agree- 
ment or  working  rules,  and  they  shall  also 
have  the  power  to  summons  witnesses  in 
connection  therewith.  The  summons  shall 
be  given  to  the  President  of  the  association 
to  which  the  member  or  members  belong. 
He  shall  cause  the  member  or  members  to  be 
notified  to  appear  before  the  Joint  Arbitra- 
tion Board  on  date  set  for  hearing.  Failing 
to  appear,  after  having  been  notified,  (ex- 
cept in  the  opinion  of  the  Joint  Arbitration 
Board  valid  excuse  shall  be  given)  shall  sub- 
ject the  member  to  a  fine  of  not  less  than 
I5.00  or  not  more  than  $25.00  for  each 
offense. 

Section  15.  It  is  further  mutually  under- 
stood that  no  strikes,  lockouts  or  any  ces- 
sation of  work  shall  be  caused  by  an  employ- 
ing master  plumber  or  his  association,  or 
any  journeyman  plumber  or  his  association; 
or  by  any  person  or  persons  of  other  associa- 
tions, under  any  circumstances  whatever, 
but  that  all  differences  must  be  submitted  to- 
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the  Joint  Arbitration  Board,  and  their  de- 
cision accepted  as  final  and  l)inding  on  all 
interested  parties. 

Section  i6.  When  a  dispute  or  griev- 
ance ariees,  between  a  journeyman  and  an 
employer  (parties  hereto)  the  question  at 
issue,  shall  be  submitted  in  wiiting  to  the 
presidents  of  both  associations,  and  in  the 
event  of  their  failure  to  agree  upon  a  settle- 
ment, or  if  any  party  to  the  dispute  is  dis- 
pute is  dissatisfied  with  the  decision  arrived 
at,  it  shall  then  be  submitted  to  the  Joint 
Arbitration  Board. 

Section  17.  In  the  event  that  the  Joint 
Arbitration  Board  cannot  agree  upon  a  de- 
cision in  any  rase  referred  to  it,  the  question 
must  immediately  be  referred  to  an  Umpire 
or  Referee,  as  hereinafter  provided  for. 

Section  18.  It  shall  require  the  unani- 
mous vote  of  the  Joint  Arbitration  Board  to 
select  an  Umpire,  and  he  shall  be  in  nb  wise 
identified  with  the  Building  Trades'  in- 
dustry, or  hold  any  political  position  or 
public  office.  As  such  Umpire  he  shall  be 
retained  at  the  pleasure  of  the  Joint  Arbi- 
tration Board,  and  for  such  a  period  as  they 
may  decide.  It  shall  be  his  duty  to  render 
prompt  decisions  in  all  cases  referred  to 
him  by  the  Joint  Arbitration  Board,  and  he 
shall  furnish  a  copy  of  his  decision  to  each 
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of  the  contesting  parties.  Any  expense  that 
may  be  inccured  by  reason  of  the  service  of 
such  Umpire  shall  be  shared  equally  by  the 
parties  hereto. 

Section  19.  That  the  penalties  for  any 
violation  of  any  of  the  articles  of  this  agree- 
ment shall  be  a  fine  of  not  less  than  the  sum 
of  $10.00  or  not  more  than  the  sum  of 
$100. CO,  and  the  Joint  Arbitration  Board 
shall  have  the  power  to  levy  and  collect 
such  fines.  All  moneys  so  collected  shall 
be  eqally  divided  between  both  associations, 
parties  hereto. 

Section  20.  That  no  by-laws  or  rules 
conflicting  with  this  agreement  shall  be 
enforced  or  passed  by  either  associatior 
during  the  life  of  this  agreement. 

Section  21.  That  this  agreement  shall 
cover  a  period  from  the  time  of  its  adoption, 
until  March  31,  1905,  (Nineteen  Hundred 
and  Five).  The  parties  to  this  agreement 
shall  meet  on  the  second  Monday  in  January 
prior  to  the  expiration  of  this  agreement  to 
renew  the  old  one,  alter  or  amend  it,  or 
make  a  new  one. 

Section  22.  It  is  understood  and  agreed 
that  all  plumbing  work  put  in  or  constructed 
by  the  parties  to  this  agreement  shall  be 
done  in  accordance  with  the  ordinances  of 
the  City  of  Chicago,  and  the  rules  of  the 
Health  Department  governing  same. 
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Section  23.  All  carfare  in  excess  of  what 
it  would  cost  to  go  to  and  from  shop  to  be 
paid  by  employer.  It  is  expressly  under- 
stood that  journeymen  shall  go  direct  from 
their  homes  to  their  work,  except  on  such 
occasions  as  when  material  is  required  or  for 
consultation  with  employer. 

Section  24.  In  Witness  Whereof,  we 
have  hereunto  set  our  hands  and  affixed  the 
seal  of  our  respective  Associations  on  this 
6th  day  of  March  1903. 

On  behalf  of  the  Chicago  Master  Plum- 
ber's Association: 

J.  B.  Ryan, 
C.  J.  Herbert, 

C   P.  HULBERT, 

David  J.  Hickey, 
R.  J.  Powers. 

On  behalf  of  the  Chicago  Journeymen 
Plumbers'  .Protective  and  Benevolent  As- 
sotiation: 

W.  W.  Petrie, 
Edward  C.  Dooi^ey, 
Thos.  Holmes, 
J.  S.  Brettner, 

R.  J.  DONNEIvI^Y. 
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^  AGREEMENT  ENTERED  INTO  BY 
AND  BETWEEN  THE  CHICAGO  MAS- 
TER PIvUMBERS'  ASSOCIATION,  PARTY 
OF  THE  FIRST  PART,  AND  THE  CHI- 
CAGO GAS  FITTERS'  ASSOCIATION, 
PARTY  OF  THE  SECOND  PART.  ^ 

Section  i.  That  eight  hours  shall  con- 
stitute a  day's  work,  except  on  Saturdays, 
when  work  shall  cease  at  twelve  (12)  M. 
with  four  hours  pay  for  that  day. 

Section  2.,  That  the  rate  of  wages  for 
gas  fitters  shall  be  Four  Dollars  ($4.50)  per 
day. 

Section  3.  That  all  overtime  shall  be 
paid  for  at  the  rate  of  double  time,  except 
between  the  hours  of  12  noon  and  5  P.  M. 
on  Saturday,  when  the  rate  of  wages  shall 
be  time  and  one  half.  This  work  on  Satur- 
day afternoon  shall  be  paid  for  at  the  rate  of 
double  time. 

Section  4.  Holidays  shall  be,  New 
Years,  Decoration  Day,  Fourth  of  July, 
Labor  Day,  Thanksgiving  Day  and  Christ- 
mas. 

Section  5.  That  there  shall  be  no  limita- 
tion as  to  the  amount  of  work  a  man  shall 
perform  during  his  working  day. 
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Section  6.  That  there  shall  be  no  re- 
striction of  the  use  of  machinery. 

Section  7.  That  there  shall  be  no  re- 
striction of  manufactured  material  except 
prison  made. 

Section  8.  That  no  person  shall  have 
the  right  to  interfere  with  the  workmen 
during  working  hours. 

Section  9.  That  all  workmen  are  at 
liberty  to  work  and  cease  to  work  for  whom- 
soever they  see  fit,  and  that  employer  shall 
be  at  liberty  to  employ  and  discharge  whom- 
soever they  see  fit. 

Section  10.  All  iron  pipe  one-eight  to 
two  inches  inclusive,  shall  be  measured, 
cut,  threaded  and  put  in  position  and  tested 
b5^  gas  fitters.  They  shall  also  place  in  po- 
sition and  connect  all  gas  fixtures,  such  as 
stoves,  laundry  connections  and  heaters. 

Section  ii.  The  sons  of  master  plum- 
bers and  journeymen  gas  fitters  shall  be  en- 
titled to  learn  the  trade.  Their  term  of 
apprenticeship  shall  be  five  years ;  three 
years  of  that  time  as  helpers  and  the  follow- 
ing two  years  to  work  with  tools.  The 
present  registered  apprentices  shall  be  al- 
lowed to  finish  their  time,  but  in  no  case 
shall  more  than  one  boy  be  permitted  in  a 
shop. 

Section  12.  It  is  mutually  understood 
and  agreed,  that  there  shall  be  formulated 
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by  the  parties  hereto  a  Joint  Arbitration 
Board  to  consist  of  ten  members  ( lo);  they 
to  be  selected  annually;  five  (5)  of  whom 
shall  be  selected  by  the  Chicago  Master 
Plumbers'  Assotiation  and  five  (5)  of  whom 
shall  be  selected  by  the  Chicago  Gas  Fitters' 
Association,  (all  of  whom  shall  be  legitim- 
ately engaged  in  their  respective  branches 
of  the  business,  and  none  of  whom  shall  be 
engaged  in  any  other  business,  nor  shall 
they  hold  a  political  position  of  any  char- 
acter while  acting  on  this  committee)  to 
whom  must  be  referred  all  disputes  or  dis- 
agreements of  any  character  arising  between 
any  individual  member  or  members  of  either 
party  hereto,  and  any  member  or  members 
of  the  other  part}',  or  between  the  parties  to 
this  agreement;  said  General  Arbitration 
Board  to  have  the  power  and  authority  to 
impose  penalties,  as  hereinafter- provided, 
for  any  violation  of  any  article  of  this  agree- 
ment by  any  party  hereto,  or  any  member 
of  either  party.  They  shall  have  the  power 
to  enforce  their  findings  from  the  inception 
of  the  grievance  or  dispute  submitted  to 
them  and  their  decision  shall  be  final  and 
binding  on  both  parties. 

Section  13.  The  Joint  Arbitration  Board 
shall  have  the  power  to  summon  any  mem- 
ber or  members  affiliated  with  either  parties 
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hereto  against  whom  complaint  has  been 
lodged  for  violating  this  arbitration  agree- 
ment or  working  rules,  and  they  shall  also 
have  the  power  to  summon  witnesses  in  con- 
nection, therewith.  The  summons  shall  be 
given  to  the  President  of  the  Assotiation  to 
which  the  member  or  members  belong.  He 
shall  cause  the  member  or  members  to  be 
notified  to  appear  before  the  Joint  Arbitra- 
tion Board  on  date  set  for  hearing.  Failure 
to  appear,  after  having  been  notified  (ex- 
cept in  the  opinion  of  the  Joint  Arbitration 
Board  valid  excuse  shall  be  given),  shall 
subject  the  member  to  a  fine  of  not  less 
than  $5.00  or  not  more  than  I25.00  for  each 
offense. 

"Section  14.  It  is  further  mutually  un- 
derstood that  no  strikes,  lockouts  or  any 
cessation  of  work  shall  be  caused  by  an  em- 
ploying master  plumber  or  his  association, 
or  any  journeyman  gas  fitter  or  his  associ- 
ation ;  or  by  any  person  or  persons  of  other 
associations,  under  any  circumstances  what- 
ever, but  that  all  diflferences  must  be  sub- 
mitted to  the  Joint  Arbitration  Board,  and 
their  decision  accepted  as  final  and  binding 
on  all  interested  parties. 

Section  15.  When  a  dispute  or  grievance 
arises  between  a  journeyman  and  an  em- 
ployer (parties  hereto)  the  question  at  issue 
shall  be  submitted  in  writing  to  the  Presi- 
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dents  of  both  associations,  and  in  the  event 
of  their  failure  to  agree  upon  a  settlement 
or  if  one  party  to  the  dispute  is  dissatisfied 
with  the  decision  arrived  at,  it  shall  then  be 
submitted  to  the  Joint  Arbitration  Board. 

Section  i6.  In  the  event  that  the  Joint 
Arbitration  Board  cannot  agree  upon  a  de- 
cision in  any  case  referred  to  it  the  question 
must  immediately  be  referred  to  an  umpire 
or  referee,  as  hereinafter  provided  for. 

Section  17.  It  shall  require  an  unani- 
mous vote  of  the  Joint  Arbitration  Board  to 
select  an  Umpire,  and  he  shall  be  in  no  wise 
identified  with  the  Building  Trades  industry 
or  hold  any  political  position  or  public  of- 
fice. As  such  Umpire  he  shall  be  retained 
at  the  pleasure  of  the  Joint  Arbitration 
Board  and  for  such  a  period  as  they  may. de- 
cide. It  shall  be  his  duty  to  render  prompt 
decisions  in  all  cases  referred  to  him  by  the 
Joint  Arbitration  Board,  and  he  shall  furnish 
a  copy  of  his  decision  to  each  of  the  contest- 
ing parties,  and  his  decision  shall  be  final 
and  binding  on  both  parties.  Any  expense 
that  mav  be  incurred  by  reason  of  the  service 
of  such  Umpire  shall  be  shared  equally  by 
the  parties  hereto. 

Section  18.  That  the  penalties  for  any 
violation  of  any  of  the  articles  of  this  agree- 
ment shall  be  a  fine  of  not  less  than  the 
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sum  of  |ro.oo  or  not  more  than  the  sum  of 
|iQO.oo,  and  the  Joint  Arbitration  Board 
shall  have  fpower  to  levy  and  collect  such 
fines.  All  moneys  so  collected  shall  be 
equally  divided  between  both  associations 
parties  hereto. 

Section  19.  That  no  by-laws  or  rule» 
conflicting  with  this  agreement  shall  be  en- 
forced or  passed  by  either  assotiation  during 
the  life  of  this  agreement. 

Section  20.  That  this  agreement  shall 
cover  a  period  from  the  time  of  its  adoption 
until  March  31st,  1905  (Nineteen  hundred 
and  five).  The  parties  to  this  agreement 
shall  meet  on  the  second  Monday  in  January, 
prior  to  the  expiration  of  this  agreement  to 
renew  the  old  one,  alter  or  amend  it,  or 
make  a  new  one. 

Section  21.  It  is*  understood  and  agreed 
that  all  gas  fitting  work  put  in  or  constructed 
by  the  parties  to  this  agreement  shall  be 
done  in  accordance  with  the  ordinances  of 
the  City  of  Chicago  and  the  rules  of  the 
Health  Department  governing  same. 

Section  22.  All  car  fare  in  excess  of  what, 
it  would  cost  to  go  to  and  from  the  shop  to 
be  paid  by  employer.  It  is  expressly  under- 
stood that  journeymen  shall  go  direct  from 
their  homes  to  their  work,  except  on  such 
occasions  as  when  material  is  required  or  for 
consultation  with  employer. 
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Section  23.  That  the  party  of  the  first 
part  shall  through  its  Secretary  notify  party 
of  the  second  part  the  name  of  any  master 
plumber  ceasing  to  be  a  member  of  their 
association. 

In  Witness  Whereof,  We  have  hereto 
set  our  hands  and  affixed  the  seals  of  our 
respective  associations  on  this  26th  day  of 
March  1903. 

On  behalf  of  the  Chicago  Master  Plum- 
bers' Association: 

J.  B.  Ryan, 
David  J.  Hickey, 
C.  J.  Herbert, 

C.  P.  HuivBERT, 

R,  J.  Powers. 

On  behalf  of  the  Chicago  Gas  Fitters' 
Association: 

J.  J.  Clemens, 
Wm.  Gormly. 
J.  H.  Dreesbach, 
Ed.  Hobbs, 
C.  H.  Walsh. 
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